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Bola Ey pune ad 


Mr. Helms via 
Admiral Taylor 


Attached for your signature is a letter to the 
Commander in Chief, North American Air Defense 
Command, expressing appreciation for the briefings 
given by officers amd civilian members of the Command 
on 26 and 27 October 1966 to members of the Agency's 
Midcareer Executive Development Course. 


Request your signature. 
SIGNED ff, L. Banserman 
R. L. Bennerman 
EO-DD/S:VRT/ms (10 Nov 66) 10 NOV 1966 
Distribution: 


Orig - DCI via DDCI w/O&5 of Att (DD/S 66-5932) 
1 - DD/S Chrono 
1 - DD/S Subject, w/cy Att i 


DD/S 66-5932:Ltr dtd 71 & NO¥ i: 55to the Commander in Chief, 


North American Air Defense Command, fr the Director, regarding 
the above. 
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General Reymond J. Reeves 
Commander in Chiei, 

North American Air Detense Command 
Ent Air Force Base 

Ceolorade Springs, Colorade 


Dear Generel Reeves: 


Tt wish to thank you for the outatanding orielings giver by 
Gilicers and civilian members of your Command on 26 ar) 2) Getouc 
1966 to members of the Midcareer Executive Developmert Course c! 
the Central Intelligence Agency. A apecial actc of upprociatien is 
etencded to Brigadier General Wright J. Sherrar:, USAF, ior his 
cordial reception and overall management of the progres. 


The Btieling Hom, Colonel M. J. Pistnitza, Ufls, and all o: 
those associated with the procrem provided interesting cud signifi - 
cantly informative prielings which served admirably to ¢ plein the 
strategic es weil as the day-to-day operating problema ai the North 
American Pir Defense Commani. The briefings at Cheyeane NM ounteis 
and the viait to the Spece Defense Genter were of particular laterc st 
to our Oificers, as were the specially preperec contributions by 
representatives of the Air Defenge Command «nid the Army Air Defens< 
Command. 


I hope that future Agency Misicareer groups may save the 
opportunity to visit NORAD tor similer briefings. 


Sincerely , 
. aa 


Richard Heims 
Directar 
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ORIGINATOR: 


718/ ee 
John Richardson ' O NOV 1966 


John Richardson Date 
Director of Training 


CONCUR: 
SIGHED ¥. £. Banserman 4.9 NOV 1966 
R.L, Bannerman Date 


Deputy Director for Support 


STATINTL OTRYMEDC[ —_—__ db (8 Nov 66) 
Distribution: 
© & 1 - Addressee 
1 - Signing Official 
1 - ER : 
2- Day/s Kascew QUT ir 
2 - DIR @ w/hols) 
2 - MEDG (1/4) 
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TO:~ 
Mr. Bannéfihap>via Mr. Wayfdetd 
ROOM NO. BUR DING v 


REMARKS: 


Recommend your signature. (2) 


VT 
VRT 


FROM: 


ROOM NO, BUILDING EXTENSION 
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